To: Cooper, William[Cooper. William@epa.gov] 

From: Davis, Tim 

Sent: Mon 8/10/2015 6:19:42 PM 

Subject: RE: Please fix my typo 


OMG, HQ is FURIOUS about the images on the OSC site. They don’t want anything that makes 
us look bad... 


From: Cooper, William 

Sent: Monday, August 10, 2015 11:39 AM 

To: Davis, Tim 

Subject: RE: Please fix my typo 


Yikes. Where’s Calgon? 


How do they get different URLs than titles? I don’t get that. BTW, I think that title is awful. 


Extra spaces in your text there already! 


I can’t understand why HQ doesn’t want the public to access the OSC site. IT IS A PUBLIC 
SITE! 


From: Davis, Tim 

Sent: Monday, August 10, 2015 11:36 AM 

To: Cooper, William 

Subject: RE: Please fix my typo 


I don’t know how you always spot these so quickly! © 


By the way, Christine and I are working on a NEW national site, and you and I (and someone 
from Region 9, for some reason) have access to it: 
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https://wcms.epa.gov/qoldkinqmine 


HQ absolutely does NOT want the public to have access to the OSC site. Urn, yeah, isn’t it too 
LATE for that? © 


From: Cooper, William 

Sent: Monday, August 10, 2015 10:50 AM 

To: Davis, Tim 

Subject: Please fix my typo 


While you’re in there: 

EPA is sharing information as quickly as possible with the public as experts work to 
evaluate any effects the spill may have on drinking water, public health, agriculture, fish 
and wildlife. Regular updates on the response for the public and the media will be 
published as they are available. 

http://www2.epa.qov/reqion8/qold-kinq-mine-release-emerqencv-response 

Thanks! 
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